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Alfa Laboratory Saudi Central Board for Accreditation 


of Healthcare Institutions 





Acc No. : 82115149 
Patient Number : Y577952 
Name : Mr./ ALSHAMMARI, KHALID FARHAN H Patient Ref.No : 1111973432 
Gender : Male Birth Date : 15/02/2000 
Referred By : Visit Date : 17/11/2021 09:48 AM 
Payer : Saudi-Individual - Cash Result Date : 18/11/2021 09:28 AM 
MOLECULAR BIOLOGY 
covid19 Test by RT-PCR 
Test Result 
Qualitative Detection of SARS- Negative - NOT DETECTED - Uss Uw 5 pt) Glee yè - Ande 
COV-2 (Coronavirus) COVID19 
Comments : 


Tips for travelers: 


Maintain a distance of 6 feet (2 meters) between you and others as much as possible. 
Avoid approaching people having signs of a cold, flu, or cough. 

Wash your hands frequently. 

Avoid touching your eyes, nose or mouth before washing hands. 

Avoid dealing with wild animals or in farms. 

When feeling tired visit the nearest health facility to check your health status. 


Comments : HESN ID : 19483027 
Reviewed By: 


Dr. Noura Hamad Aldayan.. 
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Alfa Medical Laboratories 


Adadi Slay 


Medical Director 
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